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CONFIDENTIAL IAEA VIENNA 8909 

EO 11652: NGDS 

TAGS: PARM TECH IAEA AR CA 

SUBJ: NEGOTIATION OF IAEA SAFEGUARDS AGREEMENT RE EMBALSE 
NUCLEAR POWER STATION 

REF : A) IAEA VIENNA 860); B) IAEA VIENNA 8602 

1. ON OCTOBER 15, IAEA SECRETARIAT MET WITH REPS OF US, CANADA, 
SWEDEN, MEXICO, USSR, FRG, ITALY, FRANCE, JAPAN, UK AND 
AUSTRALIA. AT FISCHER S REQUEST, TO CONSULT RE SUBJECT NEGOTI- 
ATIONS. AMB BEESLEY, CANADA, EXPRESSED LACK OF ACCEPTABILITY 
OF ARRANGEMENTS DESCRIBED REFGELS, FOR REASONS OUTLINED PARA 
1 1 REFTEL A. US AND UK AGREED WITH CANADIAN POSITION. FRENCH 
REP STATED THAT IT WAS UP TO CANADA AND ARGENTINA TO AGREE. FRG 
AND ITALY STRESSED IMPORTANCE OF CANADIAN ASSESSMENT OF TECHNICAL 
VALIDITY OF ARRANGEMENTS. 

2. AMB BEESLEY POINTED OUT THAT CANADA HOPES TO BEGIN NEGOTI- 
ATION OF BILATERAL AGREEMENT OF COOPERATION WITH ARGENTINA, 

IN LATE OCTOBER OR EARLY NOVEMBER. CANADA INTENDS INCLUDE 
PROVISION CALLING FOR IAEA SAFEGUARDS IN CONNECTION WITH 
CANADIAN-SUPPLIED MATERIAL, EQUIPMENT AND TECHNOLOGY. SUCH PRO- 
VISION WOULD BE COMPLETELY CONSISTENT WITH GOV/1621. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 IAEA V 08909 190654Z 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



3. FISCHER PROPOSED CANADIANS ATTEMPT NEGOTIATE SUCH PROVISION, 
AND THAT IAEA SECRETARIAT WOULD PROPOSE TO ARGENTINA THAT NEGOTI- 
ATION OF SECTION 26 OF SAFEGUARD AGREEMENT AWAIT OUTCOME 
CANADIAN-ARGENTINA NEGOTIATIONS. AMB BEESLEY AGREED TO SUCH 
APPROACH, BUT SUGFESTED THAT FISCHER (WHO WAS MEETING ARGENTINE 
MISOFFS THAT AFTERNOON) REMIND ARGENTINA OF EXISTING ALTERNATIVE 
FORMULATION FOR SECTION 26 WHICH WOULDFIND READY ACCEPTANCE BY 
BOARD. 

4. ACCORDINGLY, FISCHER PRESENTED ARGENTINE MISOFFS WITH AIDE 
MEMOIR, TEXT BEING TRANSMITTED SEPTEL. PORTER 
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